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Nogales on the American frontier and serves the western coastal
plains as far south as Tepic. The Tehuantepec Railway, which is
connected with the Mexican Central by the Vera Cruz and Isthmus,
is the shortest and easiest trans-continental line in North America.
The distance from Puerto Mexico on the Gulf to Salina Cruz on
the Pacific is less than 200 miles, and the highest elevation reached
does not exceed 730 feet. A large part of the railway system of
Mexico is now under the direct control of the Government.